224        MECHANICS AND ALLIED SUBJECTS
14.  What size of hemp rope is required to lift a casting weighing 2% tons?
15.  What is the total safe load which a steel cable 2 in. in diam. can stand?
16.  For an ultimate tensile strength of 50,000 Ib. per sq. in. find the strength of the %-in. diam. cone rivet shown in Fig. 201.